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28 July 1984 


MEMORANDUM FOR: Deputy Director for Intelligence 
FROM; Director of Central Intelligence 
SUBJECT: KAL Shootdown 
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3. Attached are George Bush's notes on the briefing he received. 

o 


William J. Casey 


Attachment: 

Memo dated 27 July 1984 
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